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Date: 21-03-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 773 (since 15'* March 2020) 


@) Positive Today: 15 HY Recovered Today: 29 
4 Death Today: 00 4 Active Cases: 316 


S*’Y Sample Positivity today: 0.53% R% Recovery Percentage: 95.87% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 91969 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88171 (95.87%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3210 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 272 (0.30%) 
5. Number of samples found negative for COVID-19 today: 2814 
6. Total number of samples sent for COVID-19 testing today: 5341 
7. Total number of cumulative samples found negative since 01.01.2022: 1217168 





C@VID-19 


Uttarakhand State Control Room 


Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 
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COVID-19 Vaccination 


21st March 2022 


* Sessions Held Today: 906 

* Number of Beneficiaries Vaccinated Today: 16906 
* Total Number of Beneficiaries Partially Vaccinated: 8609598 
* Total Number of Beneficiaries Fully Vaccinated: 8008241 


*% Total Number of Beneficiaries Given Precaution Dose: 414429 


Details of Beneficiaries Vaccinated in Uttarakhand 


a ; Last 24 hrs 
Cumulative 


15-17 Precaution 
15-17 years 18+ years 18+ years 


2nd Dose 1st Dose 2nd Dose 
Coverage Coverage Coverage 


1st And 
2nd 
Dose 


Precaution 
Dose 


1st Dose 2nd Dose 1st Dose 2nd Dose Dose 


years 1st 
Coverage Coverage Coverage Coverage Coverage 


Dose 
Coverage 


pAlmora | 34 | 27958 | 17627 | 382701 | 353892 | 6022 | 6027 | 9956 | 9754 | 27302 | 288 | 30 
[Haridwar | 1980 | 71325 | 33074 | 1511120 | 1444005 | 17784 | 17598 | agaaa | asaoo | 46007 | 1938 | 163 
Naini | 647 | a7aos | 31514 | 756118 | 726631 | 14190 | 13821 | 20106 | 20140 | 40739 | 1098 | 185 
Pari | 915 | 31062 | 22095 | 453309 | 416652 | 7914 | 7920 | 7098 | 7171 | 28867 | 955 | 159 
-Pirercoom | 118 | 2zaas | 13755 | s266a4 | 312472 | oss | aut | 39 | e408 | se308 | 303 | 35 _ 
Frawi—| 1989 | 29482 | 22665 | 00086 | 357007 | asa | 311 | e023 | soaa | 2585 | 17a | a7 
Tusmmow | ami | reize | aoers | aszeza | asssore | 12482 | a2sse | aarr0 | 0as_| aoesa | 2705 [206 
(Ee eee ee ee 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 








SARRATS VAT 


S*"Y Sample Positivity: 4.44% R% _ Recovery Percentage: 96.01% 
AX CFR (%Death): 1.76% 44 Migrated Cases: 2.16% 

l. Total cumulative Positive COVID-19 detected: 436754 

Z. Total Number of COVID-19 Patients Treated/ Cured: 419321 

o: Total Number of COVID-19 patients migrated out of state: 9427 

4. Total Number of COVID-19 Deaths: 7690 

>: Total number of cumulative samples found negative: 9392921 

6. Total number of cumulative samples tested: 93829675 


Districts wise Status of COVID-19 


District Cumulative Negative Positive 


@iincmall| OTM ETIAYS 
samples Tested Sie ALS Cumulative 


Treated/ 
Cumulative 
Date Deaths Migrated/others 


ee 
oan 
Uttarkashi 389855 375657 13604 


Total 9829675 9392921 436754 419321 7690 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 
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